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Country: Brazil 

Subject; Diagram^ of Pampulha Airport 
Place Acquired: 

Date Acquired : 

I 

Date of Info : 2k Feb 5^ 

Source 
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^Available ^ BegOVCr is one photostatic 
copy of a diagram depicting the Pampulha Airport , including runways , of Belo 
Horizonte, Brazil. It is in the scale of 1:2000. Aj. 
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DESCRIPTION 

High Intensity Runway Marker Light, Clear 

High Intensity Runway Marker Light, Yellow-clear 

High Intensity Threshold Light, Green 

Type ERL Elevated Taxi Light, Blue 

WC -36 Illuminated Wind Cone 

DCE -16 Ceiling Projector 

DCB -36 Rotating Beacon 

T^pe WT Wind Tee 
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